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Introduction. Whey is a by-product and an excellent source of proteins that is rather 
aggressive due to a large amount of organic substances it contains. The electro- 
activation of whey applied in the experiments is a wasteless method that allows the va- 
lorification of all whey components. B-lactoglobulin (6-Lg) makes up 50% of the whey 
proteins and 12% of the total protein content in milk. 

Material and methods. The recovery of B-Lg in protein-mineral concentrates (PMC) by 
electro-activation processing of different types of whey with different initial protein con- 
tent was investigated in seven configurations. The recovery of protein fractions in the 
PMCs were analyzed via electrophoresis with sodium dodecyl sulfate (SDS-PAGE) and 
15% non-denaturing polyacrylamide gel (PAAG). 

Results. Whey electro-fractionation and the obtaining of PMCs with predetermined pro- 
tein content, namely of 6-Lg, were studied on three whey types, processed at different 
treatment regimens and in seven configurations. The proper management of electroacti- 
vation by varying the treatment regimens will allow the electro-fractionation of different 
types of dairy by-products. 

Conclusions. The maximum amount of B-Lg recovered in PMCs on electroactivation is 
66-71% depending on the processed whey and on the treatment regimens. Obviously, the 
extraction of b-Lg from initially lower protein content shows a higher recovery degree of 
{-Lg. The registered temperatures allows formation of PMCs without thermal denatura- 
tion. 


PARTICULARITATILE EXTRAGERII §-LACTOGLOBULINEI IN CONCEN- 
TRATE PROTEICE MINERALE LA ELECTROACTIVAREA ZERULUI 
Introducere. Zerul, ca unul dintre subprodusele lactate, fiind o sursda excelenta de pro- 
teine, se prezinta, de asemenea, ca un produs agresiv, din cauza substantelor organice 
detinute tn cantitati mari. Electroactivarea zerului este o metodda non-reziduald care 
permite valorificarea tuturor componentelor din zer. B-lactoglobulina ($-Lg) reprezinta 
50% din proteinele din zer si 12% din continutul total de proteine ale laptelui. 

Material si metode. Extragerea B-Lg in concentrate proteice minerale (CPM), la elec- 
troactivarea diverselor tipuri de zer, cu un continut proteic initial diferit, a fost cercetata 
in 7 configuratii. Fractiile proteice extrase din zer tn CPM au fost analizate prin electro- 
foreza cu dodecil sulfat de sodiu (SDS-PAGE) si concentratia gelului de poliacrilamida ne 
denaturant (PAAG) de 15%. 

Rezultate. Electrofractionarea zerului si obtinerea CPM cu un continut proteic pre- 
determinat, si anume cu f-Lg, a fost demonstrata la prelucrarea a trei tiputi de zer, in 
regimuri de tratament diferite, cercetate in 7 configuratii. Gestionarea corecta a electro- 
activarii, cu variatia regimurilor de tratament, permite electrofractionarea diferitelor 
subproduse lactate. 

Concluzii. Cantitatea maxima de f-Lg, extrasda in CPM la electroactivare, constituie 66- 
71%, in functie de zerul procesat si de regimurile de tratare. Este evident ca volumul de 
extragere a f-Lg din zerul cu un continut proteic initial mai mic, in CPM este mai mare. 
Temperaturile inregistrate permit formarea CPM fard denaturare termica. 
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INTRODUCTION 


Primary milk processing allows the production 
of different types of cheese, of large quantities of 
various secondary dairy products: whey, but- 
termilk, skim milk, caseinate, etc., with various 
solid contents. Global whey production is esti- 
mated at about 180-190-10¢ tons/year, of this 
quantity only 50% is processed. Development of 
wasteless technologies and processing of whey 
in a closed cycle is one of the major global chal- 
lenges (1). 


Whey is a by-product and an excellent source of 
proteins that is also aggressive due to a large 
amount of organic substances it contains. The 
manufacture of healthy and environmentally safe 
whey products requires an upgrade of methods 
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and techniques for whey processing. The elec- 
troactivation of whey is a wasteless method that 
allows the valorification of all whey components. 
Besides, this type of processing allows control- 
ling the whey protein content in the obtained 
concentrates, depending on the processing re- 
gime (2). 


It is known that whey proteins make up about 
20% of milk proteins. The four major whey pro- 
tein components, namely 6-lactoglobulin (6-Lg), 
a-lactalbumin (a-La), bovine serum albumin 
(BSA), and immunoglobulin (Ig) make up 90% of 
whey proteins. The remaining 10% are proteins 
such as lactoperoxidase, serum transferrin, lac- 
toferrin, lactolin, and proteo-peptone fraction 


(fig. 1). 
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Figure 1. Composition and features of some major milk protein fractions (3). 


Whey proteins are well structured proteins with 
secondary and tertiary stable structures. The 
main forces involved in assembling and maintai- 
ning the globular tertiary structure are disulfide 
bonds, hydrophobic interactions, hydrogen 
bonds, and the Van-der-Waals interactions (4). 


Whey proteins are highly soluble in milk at a 
wide range of pH values due to the amino acid 
composition and the free radicals arrangement 
during formation of tertiary structures. 


This is because of the arrangement of hydro- 
philic free radicals and a large number of disul- 
phide bonds on the surface of whey proteins 
with globular structures (5). However, the globu- 
lar structure induces resistance to proteolysis of 
those proteins. The four main whey protein frac- 
tions are presented below. 


6-lactoglobulin. $-lactoglobulin (B-Lg) makes 
up 50% of the whey proteins and 12% of the 
total protein content of milk. Native B-Lg is a 
small globular protein with a molecular mass of 


36.6 kDa with defined secondary and tertiary 
structures. The B-Lg molecule consists of an a- 
helix, B-sheet and random coil structures repre- 
sented in a ratio of 10 to 15%, 43% and 47%, 
respectively (6-8). In aqueous solutions at pH 5- 
7 and room temperature, this protein is a dim- 
mer of two identical subunits. Each subunit has a 
molecular mass of 18.3 kDa and is formed of 
162 amino acids, of which 84 are essential amino 
acids and four cysteine residues. Cysteine (a 
semi-essential proteinogenic amino acid, a com- 
ponent of 6-Lg) forms the disulfide bonds at 
Cys66-Cys160 and Cys106-Cys119 levels (9, 10). 


In addition, 6-Lg contains a free sulfhydryl SH 
group (Cys 121) within the native protein, which 
becomes active after the protein denaturation by 
various agents (including heating) and can inte- 
ract with other proteins through disulfide bonds 
(6, 10-13). These interactions occur at pH 7 and 
at temperature range of 60-65°C. The free SH 
group of Cys121 is the most reactive, thus initia- 
ting the interchange of intermolecular reaction 
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with Cys66-Cys160 forming a new S-S bond be- 
tween Cysi21-Cysi60, Cys121-Cys66, and 
Cys160-Cys160, resulting with a new dimmer 
that contains a new reactive SH group. The new 
reactive SH group initiates the formation of po- 
lymers through S-S bridges interacting with 
other monomers and oligomers. Cys160 is also 
active and initiates the interchange reactions 
SH/S-S, probably, due to its location near C ter- 
minus, which makes it more accessible for in- 
termolecular reactions once the S-S bond is bro- 
ken (fig. 2) (9, 14, 15). 






Cys 106 


Cys 119 


Cys 121 


Figure 2. B-Lg structure with 5 cysteine residues 
and disulfide bonds (16). 


Under physiological conditions, B-Lg is a dimer 
of two B-Lg protein subunits, with the balance to 
the monomer form, which allows the conversion 
of the dimer into native monomers (17, 18). The 
equilibrium towards monomer formation from 
the dimmer occurs at low B-Lg concentrations, at 
a low ionic strength, and at pH lower than 7 (19). 
Thus, B-Lg can associate and dissociate, depen- 
ding on the pH of the environment. At the pH 
typical for milk, B-Lg is a dimmer. Due to a high 
electrostatic repulsion at pH 3.5, 6-Lg reversibly 
dissociates into monomers (6). On the other 
hand, some authors have shown that B-Lg is a 
monomer at pH below 3.5 (7, 20) and also above 
7.5 (21). The researchers (7) also reported that 
at pH 3.7-6.5, the B-Lg dimmer reversibly asso- 
clates into an octamer. 


It was established elsewhere that $-Lg can exist 
as tetrameric, octameric, and multimeric aggre- 
gates, in various environmental conditions. 


6-Lg solutions form gels under different condi- 
tions when the native structure is destabilized to 
the extent that aggregation occurs. At the long- 
term thermal processing (prolonged heating) at 
a low pH and low ionic strength, the translucent 
“fine-stranded” gel is formed in which the pro- 


tein molecules assemble into long and rigid fi- 
bers. The mechanisms of denaturation/aggr- 
egation of B-Lg protein were described by sever- 
al researchers, for example (22). At neutral pH 
and room temperature, $-Lg is a stable noncova- 
lent dimer. With an increase of temperature, the 
6-Lg dimmer dissociates into monomers that 
also undergo conformational changes (23). 


Critical changes in the conformation of 6-Lg con- 
sist in exposing hydrophobic residues and 
sulfhydryl groups on the $-Lg protein surface, 
making it available for intermolecular interac- 
tions (24, 25). A new 6-Lg configuration was 
defined as the “molten globules” (22, 26). It is 
considered that the molten globules are inter- 
mediate states in the folding and unfolding glo- 
bular proteins, but their characteristics are diffi- 
cult because they are present in a transient state 
(27, 28). 


Some proteins can form stable molten globule 
structures after destabilizing changes, such as 
removal of ligands, point mutation, mild-dena- 
turant conditions, and the formation of non- 
native disulfide bonds throughout intramolecu- 
lar rearrangements (28, 29). 


At the initial stages of 6-Lg denaturation/aggre- 
gation, caused by high temperatures, the non- 
native monomers are formed. The exact nature 
of these non-native forms has not been described 
so far. The formation of native monomers at high 
temperatures is due to the intermolecular disul- 
fide bonds interaction Cys121  sulfhydryl/ 
Cys106-Cys119. At least, two monomers of B-Lg 
are present in heated solutions - one has a native 
sulfhydryl group of Cys121 exposed to solvent 
(Mcys121) and the other - disulfide non-native 
Cys106-Cys121 bonds and a free and exposed 
sulfhydryl nonnative group of Cys 119 (Mcys 
119). While Mcys121 is reversible to the native 
form of B-Lg, Mcys119 has a stable conformation, 
which makes the return to the native form upon 
cooling impossible (18). 


Peculiarities of whey proteins behavior under the 
action of high temperature and pH variations 


Whey proteins are heat-labile. According to the 
research data (27), high temperatures decrease 
their stability in the following order: PP>a-La>6- 
Lg>BSA>Ig. Thermal denaturation of the whey 
proteins is atwo-step process. In the first phase, 
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unfolding occurs, which may be reversible or 
irreversible and includes aggregation that usual- 
ly follows the irreversible unfolding (9). Heat 
treatment causes significant deterioration of the 
protein structure, leading to the modification of 
physicochemical properties, including solubility, 
water-holding capacity, emulsifying, foaming and 
gelling (30). Unlike casein, whey proteins are 
completely denatured after 5 minutes of heating 
at a temperature over 90°C. In fact, whey protein 
denaturation begins at 65°C, especially during 
the heating of milk at temperatures over 80°C 
(31). It was also demonstrated elsewhere that 
heating at 85°C is critical for whey protein dena- 
turation (32). The degree of protein denatura- 
tion is determined by the degree of $-Lg dena- 
turation, since it makes up 50% of total whey 
proteins (30, 33). 


Influence of high temperatures and pH on the be- 
havior of B-Lg 


As reported elsewhere, thermal denaturation of 
6-Lg occurs in two stages (12, 33-35, 36). In the 
first stage, dimmers dissociate and form four 
monomers, and then they interact via sulfhydryl 
groups and form small aggregates. Aggregate 
formation takes place at about 70°C (12, 33, 36), 
whereas the maximum speed is reached at 80- 
85°C (29, 37). 


In the second stage (called non-specific), small 
ageregates interact through non-specific binding 
and high molecular weight (MW) aggregates are 
formed. According to some researches (34, 35), 
this stage occurs at temperatures higher than 
those of the first stage. 


Such factors as pH, concentration of salts, sugar, 
and proteins have a significant influence on the 
thermal behavior of 6-Lg. Some authors estab- 
lished the pH-dependent thermal denaturation 
of B-Lg (7, 9, 34, 35, 38). 


(6-Lg is most sensitive at pH 9.0, when denatura- 
tion is triggered at 43°C and destruction of the 
secondary structure is induced at 51°C. Thermal 
denaturation occurs at pH 6.0 and at 78°C. Dena- 
turation takes place at pH 5.5 and at 76°C (9). 


The maximal heat stability of 6-Lg was recorded 
at pH 3.0 (7). 


Dynamic aggregation of proteins results from the 
intermolecular association of various forces and 
bonds. Since the isoelectric point of B-Lg is at pH 


5.3, a decrease in the pH up to 5.5 will minimize 
the intermolecular electrostatic repulsion, thus 
increasing the molecular aggregation via Van der 
Waals forces and hydrophobic chemical bonds. 
Aggregates and polymers that are formed at low 
pH may be heterogeneous, thus contributing to 
light diffusion and turbidity of the solution. 


The pH dependent aggregation of proteins appa- 
rently differs from the real protein denaturation. 
It was demonstrated elsewhere that in low ionic 
strength solutions, an increase in pH from 5.5 to 
6.5, might decrease the temperature of denatura- 
tion from 80°C to 70°C. Although 6-Lg denatures 
at pH26.0 rather than at pH<5.5, an increase of 
pH up to 26.0 will increase the protein-water 
interaction, favoring thereby protein solubility. 
This effect will contribute to the rejection of pro- 
tein charges and will weaken the protein-protein 
interactions. It was found elsewhere that the 
solubility of whey protein decreases markedly 
during heating at pH values between 5.0 and 5.5, 
but not greater than 6.0. 


The main purpose of this work was to study the 
extraction of B-lactoglobulins in protein-mineral 
concentrates (PMCs) during the electrophysical 
processing of different types of whey, using diffe- 
rent processing regimes, as well as pH and tem- 
perature variations. 


MATERIAL AND METHODS 


Three types of initial whey (IW) products were 
used during the experiments on electroactiva- 
tion, which were provided by the “JLC” Joint 
Stock Company, Chisinau, R. Moldova, including 
the following: granulated cottage cheese ,,Graun- 
cior’ - 1; “Cottage cheese”, 2% fat content - 2; 
and ,,Curd product”, 18% fat content - 3. 


For convenience the, types of processed whey 
will be named according to their initial proteins 
content: 
1 - whey with high proteins content 
(WHPC); 
2-whey with medium proteins content 
(WMPC); 
3 - whey with low proteins content (WLPC). 


The isolation of the casein powder does not in- 
fluence the degree of proteins isolation; how- 
ever, in this case, a lower quantity of proteins is 
isolated from each type of whey. 


The quantitative modifications of the initial pro- 
tein content before and after the isolation of 
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casein powder are shown in Figure 3. Q=Qzi - Qz,% (1), 


In all the experiments, the electrophysical pro- 
cessing of whey was performed within the mem- 
brane electrolyzer EDP-2 (with a short distance 
between the electrodes and V/S=1.4), at a statio- 
nary regime and at a current density of 10 and 
20 mA/cm2, which remained constant during 
processing, and in a stationary regime of dis- 
charge of the working liquid (different types of 
whey discharged in the cathode cell) and of the 
secondary liquid (2% CaCl2 solutions discharged 
in the anode cell). 
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Figure 3. Initial protein content of 3 types of 
whey: I - [W without isolation of casein powder; 
II - IW with isolation of casein powder. 


The PMCs at certain treatment periods were 
collected, whereas the results of experiments 
were reported by the authors earlier (39). 


The quality of the IW and of the products ob- 
tained after electroactivation was determined 
according to the following physico-chemical and 
biochemical parameters: 


e The pH of whey and the oxidation- 
reduction potential (ORP) were deter- 
mined using a pH meter 766 (Knik, Ger- 
many). 


e The temperature was determined in two 
phases: liquid and foaming. The chemical 
thermometer in the cathode cell was used 
in the liquid phase, while the pH-meter 
766, Calimatic (Knick) was used in the 
foaming phase. 


Protein content. The degree of protein recovery 
in the PMCs was determined by calculating the 
difference between the protein content in the IW 
and the remained deproteinized whey (DW), as 
shown in formula 1, separated in the field of 
mass forces by centrifugation at 1500 G via the 
Warburg method with the SF-56 spectropho- 
tometer (40): 


whereas: 
Q - the protein content in the PMCs; 
Qz1- the protein content in the IW; 
Qzp - the protein content in the DW. 


Protein fractions isolated from whey into the 
PMCs were analyzed with different concentra- 
tions of polyacrylamide gel via_ electrophore- 
tic methods and three types of buffer solutions: 


e Buffer solution (I): phosphate-citrate 
buffer (Me Ilvane) 0.5 M NaCl, 0.5 mM 
ethylenediaminetetraacetic acid (EDTA) 
(0.04% NaN3) pH 5.6, used in the isolation 
of proteins from the PMCs in the studied 
whey via the electrolyzer EDP-2, during 
the processing of WHPC and WMPC. 


e Buffer solution (II): 0.05 M Tris-HCl buf- 
fer 0.5 M NaCl, 0.5 mM EDTA (0.04% 
NaNs3), pH 8.0, used in the isolation of pro- 
teins from the PMCs in the studied whey 
via the electrolyzer EDP-2, during the pro- 
cessing of WHPC and WMPC. 


e Buffer solution (III): 0.025M Tris-glycine 
buffer pH 8.47 used in the isolation of pro- 
teins from the PMCs in the studied whey 
via the electrolyzer EDP-2, during the pro- 
cessing of WHPC and WMPC. 


The amount of soluble protein concentrates (Qs, 
%) obtained from the above mentioned two 
types of whey, extracted with various types of 
buffer solutions is different, showing a higher 
solubility amount in buffer solution (II)-0.05 M 
Tris-HCI 0.5 M NaCI, 0.5 mM EDTA (0.04% 
NaNs3), pH 8.0 (fig. 4). 
Qs, % 
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Figure 4. Content of soluble protein fractions 
(Qs, %) of WHPC and WMPC 
recovered with buffer solutions (I-III). 


The total content of soluble proteins (Q;, %) re- 
covered from the PMCs in the buffer solutions 
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mentioned above was determined by the micro- 
biuret method based on the interaction of pep- 
tide bonds with Cu2* in a strongly alkaline medi- 
um, which results in the formation of a colored 
complex (41). The method is considered to be 
rapid, strict, and specific for protein estimation 
by using an alkaline copper sulfate reagent at the 
concentration of protein in the solution of 0.02 to 
0.5 mg/mL. The sensitivity of this method is 
0.003 mg/mL. 


Reagents: 
I - 0.28% CuS0O.4:5H20 solution in 30% NaOH 


In order to avoid precipitation of Cu (OH)2, when 
preparing the reagent, the _ solution of 
CuSO4-5H20 (1.4 mL of aqueous solution with 
0.28¢ of CuSO4-5H20) was added dropwise in the 
alkaline solution (in 100 mL of 30% NaOH), and 
then vigorously stirred with a magnetic agitator. 


II - 30% NaOH solution. 


Procedure: 


Ac. — (control) 1 mL of reagent I is added to 2 
mL of distilled H20. 

A - 1 mL of reagent I is added to 2 mL of the 
investigated protein solution. 

B.. - (control) 1 mL of reagent II is added to 2 
mL of distilled H20. 

B - 1 mL of reagent II is added to 2 mL of the 
investigated protein solution. 


The prepared solutions were carefully stirred, 
kept for 15 minutes and then the optical densi- 
ty/absorption (A310nm/E310nm) in 1cm quartz cells 
at 310 nm on the spectrophotometer SF-56 was 
measured: A against A. and B against B,. The col- 
or of the prepared solution is maintained for 2.5 
hours. 


Further calculations were carried out on the dif- 
ference of optical densities/absorptions, using 
formula 2: 

AA310nm= A — B (2) 


The protein concentration is calculated on the 
previously made calibration curve (fig. 5). The 
calibration curves constructed for the aqueous 
solutions of BSA (from Serva) that were pre- 
pared by diluting the initial solution containing 
1 mg/mL BSA (0.1% p-p). 


The protein content via the micro-biuret assay 
was calculated as given below, using formula 3: 


Y (mg/mL)=0.779 14*X(AA310nm)+0.00322 (3), 
whereas, 


E - the optical density registered at the 
wavelength of 750 nm; 

C - the standard protein concentration 
ABS, pg/mL; 

R2 - the approximate degree (R2= 0.9999), 


The approximation error is 1- R2. 


mami 


A 210nm 


Figure 5. Calibration curve to determine soluble 
protein content isolated from PMCs via micro- 
biuret assay- BSA with concentration 
of 0.1-0.6 mg/mL. 


Soluble proteins transferred in the buffer solu- 
tion (protein buffer) were analyzed via electro- 
phoresis with the sodium dodecyl sulfate (SDS- 
PAGE) and the 15% non-denaturing polyacryla- 
mide gel (PAAG), according to (42). 


The obtained results were scanned through the 
HP Scanget 3800 with the software Microsoft 
Photo Editor and analyzed with the Phoretix 1D 
Advans in order to determine the quantity of the 
major fractions in the PMC. 


The recovery of $-Lg in the PMCs at electroacti- 
vation of different types of whey with different 
initial protein content was studied in the follow- 
ing configurations: 


Configuration 1. 

Electroactivation of WHPC at j=10 mA/cm2, by 
collecting of whey in the form of foam at every 
10 minutes (10-30 min - processing time) and 
CC is the content of the cathode cell, which rep- 
resents the liquid phase. 

Configuration 2. 

Electroactivation of WHPC at j=20 mA/cm2, by 
collecting of whey in the form of foam at every 5 
minutes (5-15 min - processing time) and CC is 
the content of the cathode cell, which represents 
the liquid phase. 

Configuration 3. 

Electroactivation of WHPC at j=20 mA/cm2, by 
collecting of whey in the form of foam at every 
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10 minutes (10-20 min - processing time) and 
CC is the content of the cathode cell, which rep- 
resents the liquid phase. 

Configuration 4. 

Electroactivation of WMPC at j=10 mA/cm2, by 
collecting of whey in the form of foam at every 
10 minutes (10-30 min - processing time) and 
CC is the content of the cathode cell, which rep- 
resents the liquid phase. 

Configuration 5. 

Electroactivation of WMPC at j=20 mA/cmz2, by 
collecting of whey in the form of foam at every 
10 minutes (10-20 min - processing time) and 
CC is the content of the cathode cell, which rep- 
resents the liquid phase. 


Configuration 6. 

Electroactivation of WLPC at j=10 mA/cm2, by 
collecting of whey in the form of foam at every 
10 minutes (10-30 min - processing time) and 
CC is the content of the cathode cell, which rep- 
resents the liquid phase. 


Configuration 7. 

Electroactivation of WLPC at j=20 mA/cm2, by 
collecting of whey in the form of foam at every 5 
minutes (5-20 min - processing time), and CC is 
the content of the cathode cell, which represents 
the liquid phase. 


RESULTS 


Extraction of whey proteins and obtaining PMCs 
of a high value by electroactivation, as well as 
avoiding the direct usage of chemicals is an ad- 
vantageous process based on modern principles, 
which ensures the finite cycle of the simultane- 
ous processing of whey sugars (isomerization of 
lactose into lactulose) by separating them from 
the DW (fig. 6), (43). 
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Figure 6. Electro-fractionation of DW by 
electroactivation. 


The PMCs were investigated by electrophoretic 
techniques and processed via a membrane elec- 
trolizer EDP-2 at different current densities, by 
using different regimes of flow in different whey 
types, isolated with aforementioned buffer solu- 
tions. 


Traditionally, these fractions make up four 
groups: 

e high weight proteins (HWP), in which 2-5 
fractions show various MW 54-249 kDa, 
containing the BSA with MW 66 kDa, lac- 
toperoxidase with MW 70 kDa and lac- 
toferine with MW 80 kDa, as well as pro- 
tein complexes with MW of about 200-249 
kDa; 


e caseins (CSNs), in which 2-3 fractions: a- 
CSN, 8B CSN, and «x-CSN were identified, 
with MW 37, 33, and 46 kDa, respectively; 


e §-Lg with a MW 18.4 kDa whose isolation 
is significant in all the collected samples; 


e a-La with a MW 14.2 kDa that were isolat- 
ed almost uniformly during the entire pro- 
cessing. 


The electroactivation of WHPC, WMPC, and 
WLPC under all conditions mentioned above, and 
the identification of the content of soluble pro- 
tein fractions in the 0.05 M Tris-HCl buffer 0.5 M 
NaCl, 0.5 mM EDTA (0.04% NaNs), at pH 8.0, by 
using electrophoresis SDS-PAGE 15%, after ma- 
jor fractions mentioned above, demonstrated 
variations of the protein content. 


The recovery of whey proteins in the PMCs (Q, 
%) from the IW varied depending on the solid 
content of each type of whey, on the processing 
regime (different current densities, the amount 
of the processed IW), on various electrical, ther- 
mal and physico-chemical parameters, and on 
the duration of treatment. 


Whey proteins were most intensively recovered 
from WHPGC, which had the highest initial protein 
content (the degree of recovery of whey proteins 
exceeds 60% at j=20 mA/cm?2 and 10 min of 
treatment), then followed by WMPC, showing an 
over 50% protein recovery in the PMCs, and 
WLPC, containing more than 50% whey proteins 
recovered in the PMCs (fig. 7, 8). 


The major protein fractions (HWP, CSN, 6-Lg, 
a-La) recovered in the PMCs by electroactivation 
of three types of whey were determined under 
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all the aforementioned conditions, using the elec- 
trophoretic analysis with SDS-PAGE 15%. The 
soluble proteins (Qs, %) were studied in buffer 
solution (II) at pH 8.0, which allowed a more 
intense extraction compared to the use of buffer 
solution (I) with pH 5.6. 
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Figure 7. Recovery of whey proteins in PMCs, 
at processing of 3 types of whey at 
j=10 mA/cm2. 
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Figure 8. Recovery of whey proteins in PMCs, 
at processing of 3 types of whey at 
j=20 mA/cm2. 


Configuration 1. 


The total content of soluble proteins (Q;, %) re- 
covered with buffer (II) pH 8.0, of the PMCs ex- 
tracted from WHPC at j=10 mA/cm? varied de- 
pending on the processing time, however being 
almost twice lower than the total protein content 
recovered in the PMCs. This fact was due to the 
tangled electro-bio-chemical processes occurring 
in the formation of protein-mineral compounds 
and that could not be extracted with this type of 
buffer solution (fig. 9). 


Electrophoretic analysis with SDS-PAGE 15% of 
soluble proteins under the mentioned conditions 


demonstrated a non-uniform extraction of major 
protein fractions (HWP, CSN, 6-Lg, a-La), condi- 
tioned by both high protein content of the IW 
and total solid contents, as well as due to the 
electrohydrodynamic and_ electro-biochemical 
processes, including the ionic flotation, activated 
by electrochemical interaction (fig. 10, 11). 


The whey studied in Configuration 1 allowed 
extracting the following 6-Lg: 46.58% at 10 min 
of processing, 31.36% at 20 min and 42.89% at 
30 min; whereas in the liquid phase - in 37.74%. 
6-Lg extraction also depends on various pH and 
temperature values. 
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Figure 9. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WHPC at j=10 
mA/cm2, being processed for over 10-30 min. 


On electroactivation, the protein molecules exhi- 
bited an oscillating electric field due to their am- 
photeric properties. The temperature gradient 
inside the cathode cell was non-uniform, increas- 
ing from 19 to 24°C, however, the temperature at 
the cathode surface may be higher than inside 
the cell, causing protein denaturation. 


High temperatures were not registered in this 
configuration, thus excluding the thermal dena- 
turation of B-Lg. Such factors as pH, concentra- 
tion of minerals, carbohydrates, and proteins 
have a significant impact on the thermal beha- 
vior of B-Lg. 


The pH value in the researched configuration 
increased on electroactivation from 4.53 to 9.20 
in the first 10 minutes. The isoelectric point of 
6-Lg was - pH 5.3, causing a partial sedimenta- 
tion of B-Lg in PMC. 


It was mentioned elsewhere that B-Lg is the most 
Sensitive at pH 9.0 and at temperature 43°C, 
which is the starting point for denaturation, 
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whereas at 51°C, the destruction of the se- 
condary structure occurs (9). 
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Figure 10. SDS-PAGE 15% of soluble protein 
concentrates of WHPC isolated with buffer solu- 
tion (II), pH 8.0, by electroactivation at j=10 
mA/cm2, with marker M; over a 10-30 min pro- 
cessing time. 
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Figure 11. Variations of pH values, temperature 
and soluble protein fraction content (6-Lg, %) of 
WHPC, isolated with buffer solution (II), at pH 
8.0, analyzed with SDS-PAGE 15%, by electro- 
activation at j=10 mA/cm2; over a 10-30 min 
processing time. 


The aggregation of whey proteins involves the 
interaction of free-SH groups with the S-S bonds 
of cysteine-containing proteins such as [-Lg, 
k-CSN, a-La, and BSA through the - SH/S-S inte- 
ractions (44). 


These interactions between proteins lead to an 
irreversible aggregation of proteins into protein 
complexes of different molecular sizes, which 
depend on the heating conditions and the pro- 
tein composition. 


On electroactivation, it is assumed that 6-Lg un- 
folding occurs and the hidden - SH groups be- 
come available on the surface of the molecule 


under these conditions, possibly as in the model 
described in (45). Since a-La and BSA are also 
present in whey, the reaction scheme could be 
extended by an extrapropagation step to ac- 
commodate the reaction between 6-Lg and a-La 
or BSA (45). 


A considerable increase of the pH values by the 
treatment causes the activation of the - SH/S-S 
groups and the extraction of B-Lg in the PMCs. 


Configuration 2. 


The total content of soluble proteins (Q;, %) of 
the PMCs obtained from WHPC, recovered with 
buffer solution (II), at pH 8.0, being electroacti- 
vated at j=20 mA/cm2, followed by the collection 
of PMCs at every 5 minutes, allowed a more de- 
tailed study of the extraction of protein fractions 
in the PMCs, by reducing the registration step. 


The amount of soluble proteins varied from 20 to 
25%, which confirmed the formation of protein 
compounds with a high MW, which could not be 
solved with this type of buffer solution (fig. 12). 
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Figure 12. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WHPC, at j=20 
mA/cm2, and over a 5-15 min processing time. 


An electrophoretic analysis with SDS-PAGE 15% 
of the content of protein fractions extracted from 
the PMCs with buffer solution (II), pH 8.0, by 
electroactivation of WHPC at j=20 mA/cm2, at 
every 5 minutes of treatment, allowed the regis- 
tration of the extraction of 6-Lg fractions, which 
made up about 31.36% in the first 5 minutes of 
processing and 31.92% over 10 minutes of pro- 
cessing, whereas the total extraction of B-Lg 
made up 63.28%, compared to the results in 
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Configuration 1, where the total extraction of 
6-Lg was 46.58% over 10 min which confirms 
the “unfold-ding” of B-Lg, according to the mod- 
els previously described (fig. 13, 14). 


Both the temperature and pH values increased 
faster, leading to a more abundant total extrac- 
tion of B-Lg over the first 10 minutes. 
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Figure 13. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (II), at 
pH 8.0, by electroactivation of WHPC, at 
j=20 mA/cm2, with marker M, over a 5-15 min 
processing time. 
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Figure 14. Variations of pH values, temperature 
and soluble protein fraction content (6-Lg, %) of 
WHPC, isolated with buffer solution (II), at pH 
8.0, assayed by SDS-PAGE 15%, by electroac- 
tivtion at j=20 mA/cm2, over a 5-15 min pro- 
cessing time. 


Configuration 3. 


The increased PMCs collection over 10 minutes 
allowed increasing the extraction of protein frac- 
tions in the PMCs. 

The increasing electric current density, allowed 
increasing both the extraction of protein frac- 
tions in the PMCs, as well as the specific energy 
consumption per unit of processed volume. 


The total content of soluble proteins (Q;,%) ex- 
tracted with buffer solution (II), pH 8.0, from the 
PMCs obtained from WHPC, electroactivated at 
j=20 mA/cm2, PMCs being collected at every 
10 minutes does not exceed 25%, which was 
considerably lower than the total protein con- 
tent extracted in the PMCs (54-62%, see fig. 8), 
(fig. 15). 
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Figure 15. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WHPC at 
j=20 mA/cm2, over 10-20 min processing time. 


The electrophoretic analysis with SDS-PAGE 
15% of the content of protein fractions of WHPC 
extracted from PMC with buffer solution (II), at 
pH 8.0, by electroactivation at j=20 mA/cm2, at 
every 10 minutes of treatment, allowed the re- 
gistration of an increased extraction of protein 
fractions in the PMCs, particularly of the amount 
of 6-Lg is 54% over the first 10 minutes, how- 
ever it showed a decreasing character during the 
processing. 


Thus, the energy consumption was twice higher 
than while processing this type of whey at a j=10 
mA/cm? current density, followed by an inten- 
sive formation of protein compounds with a high 
MW, which did not allow, however, their extrac- 
tion with the mentioned buffer solution, as well 
as the electrophoretic assay with SDS-PAGE 15% 
(fig. 16,17). 


The temperature increased more _ intensely, 
compared to Configurations 1 and 2, reaching up 
to 47-48°C. The pH with intensely alkaline values 
caused the unfolding of proteins and the activa- 
tion of the - SH/S-S groups, which facilitated the 
extraction of B-Lg, according to the described 
models, which also acted in the case of electroac- 
tivation. 
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Figure 16. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (ID), 
pH 8.0, by electroactivation of WHPC at 
j=20 mA/cm2, with marker M, over 10-20 min 
processing time. 
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Figure 17. Variations of pH values, temperature 
and soluble protein fraction content (6-Lg, %) of 
WHPC, isolated with buffer solution (II), pH 8.0, 
assayed by SDS-PAGE 15%, by electroactivation 
at j=20 mA/cm2, over 10-20 min processing time. 


Configuration 4. 


The whey electro-fractionation and PMCs for- 
mation with predetermined protein content is 
more obvious by electroactivating the WMPC. 


The total content of soluble proteins (Qs, %) ex- 
tracted with buffer solution II, at pH 8.0, from the 
PMCs obtained by electroactivating WMPC at 
j=10 mA/cm2 and the PMCs collection at 10 min 
intervals did not exceed 20%, which was consid- 
erably lower than the total protein content ex- 
tracted in the PMCs (see fig. 7), (fig. 18). 


The electrophoretic analysis with SDS-PAGE 
15% of the content of protein fractions of WMPC, 
extracted from the PMC with buffer solution (II), 
pH 8.0, at j=10 mA/cm2 and over a 10 min inter- 
val of treatment, allowed registering an in- 
creased rate of extracted protein fractions in the 
PMCs, particularly an increased amount of B-Lg 


(approximately 70%) was registered from the 
first minutes of processing, which however 
showed a decreasing tendency towards the end 
of the process (fig.19, 20). 
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Figure 18. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WMPC at 
j=10 mA/cm2, over 10-30 min processing time. 
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Figure 19. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (II), 
pH 8.0, at electroactivation of WMPC at, 
j=10 mA/cm2, with marker M, over 10-30 min 
processing time. 


Configuration 5. 


The total content of soluble proteins (Qs, %), 
extracted with buffer solution (II), at pH 8.0, of 
the PMCs obtained from WMPC, by the electroac- 
tivation at j=20 mA/cm2 and the PMCs collection 
at every 10 minutes interval varied from 15% to 
20%, which was considerably lower compared to 
the total protein content extracted in the PMCs 
(50-54% see fig. 8) (fig.21). 
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Figure 20. Variations of pH values, temperature 

and soluble protein fraction content (6-Lg, %) of 
WMPCGC, isolated with buffer solution (II), pH 8.0, 

assayed by SDS-PAGE 15%, by electroactivation 
at j=10 mA/cm2, over 10-30 min processing time. 


In this configuration, the pH values increased 
more slowly, and the amount of B-Lg (70.8%) 
was extracted at low alkaline values, which 
might be due to several mechanisms such as 
passing through the isoelectric point, the for- 
mation of dimers - oligomers of cystine, protein 
salination, etc. 


At lower energy consumption, however, the B-Lg 
protein fraction did not exhibit a fast pro- 
tein/protein interaction, which led to the for- 
mation of high-molecular polymers, thus allow- 
ing the extraction of a higher amount of 6-Lg 
(46). 


Thermal denaturation was excluded in this con- 
figuration and did not exceed 24°C. An abundant 
extraction in the first 10-20 mi-nutes of pro- 
cessing led to a reduced ($-Lg content in the 
PMCs, obtained towards the end of the process. 
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Figure 21. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, at electroactivation of WMPC at 
j=20 mA/cm_2, over 10-20 min processing time. 


The SDS-PAGE 15% electrophoretis of the pro- 
tein content, extracted from the PMCs with buf- 
fer solution (II), at pH 8.0, by electroactivation of 
WMPC at j=20 mA/cm? at every 10 min of treat- 
ment, allowed the extraction of 6-Lg of 57-60%, 
which differed from that processed at 
j=10 mA/cm2, under the same treatment condi- 
tions, the content of B-Lg being 71% (fig. 22, 23). 
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Figure 22. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (ID, 
pH 8.0, by electroactivation of WMPC at 
j=20 mA/cm2, with marker M, over 10-20 min 
processing time. 
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Figure 23. Variations of pH values, temperature 
and soluble protein fraction content (6-Lg, %) of 
WMPC, isolated with buffer solution (II), pH 8.0, 
by with SDS-PAGE 15% analysis, by electroacti- 
vation at j=20 mA/cm2, over 10-20 min pro- 
cessing time. 


Evidently, there was a very intense aggregation 
with other proteins, forming highly molecular 
protein compounds. The pH values increased 
considerably over the same processing time 
from pH 10.85 in the first 10 min to pH 12.26 at 
20 min of treatment, which contributed to pro- 
tein/protein aggregation (46). The high temper- 
ature did not cause thermal denaturation of the 
proteins, the maximum values being 40-41°C. 
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Configuration 6. 


The electroactivation of WLPC at 10 mA/cm2 
obviously demonstrated different extraction 
degrees of whey protein fractions in the PMCs, 
which depended both on the processing regime, 
energy consumption, amount of processed whey, 
processing time, the pH variations, and on the 
type of the whey processed, which, in turn, de- 
pended on the primary processing of dairy pro- 
ducts. 


The total content of soluble proteins (Q;, %), 
extracted with buffer (II), at pH 8.0 from the 
PMCs obtained from WLPC, electroactivated at 
j=10 mA/cm2, varied non-uniformly during 
treatment, having a maximum value of 18% at 
the first 10 minutes. The amount of soluble pro- 
teins was lower than with the two types of whey 
described above, possibly, due to a lower protein 
content in the IW (fig. 24). 


Qs, % 
20 


16 
14 
iz - - - 
10 
8 
6 
4 | 
2 , 
0 
10 20 30 cc 


Figure 24. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WLPC at 
j=10 mA/cm_2, over 10-30 min processing time. 


The SDS-PAGE 15% electrophoreris of the pro- 
tein content of WLPC, extracted from the PMCs 
with buffer (II), at pH 8.0, by electroactivation at 
j=10 mA/cm2, at every 10 minutes of treatment, 
registered an increased extraction degree of pro- 
tein fractions in the PMCs. 


The extraction of one of the major fractions of 
whey, B-Lg, was registered in the first 10 
minutes of processing (51.35%), which takes 
place at neutral pH values (6.80), followed by a 
decrease of its content to intense alkaline values 
of pH 11.55-12.10. The processing temperature 
did not exceed the denaturation point (fig. 25, 
26). 


Configuration 7. 


The total content of soluble proteins (Q;, %) ex- 
tracted with buffer solution (II), pH 8.0, of the 


PMCs obtained from WLPC, being electroactivat- 
ed at j=20 mA/cm2 and registered at every 5 min 
interval varied uniformly during treatment. The 


amount of soluble proteins was 20-25% (fig. 27). 
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Figure 25. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (II), 
pH 8.0, by electroactivation of WLPC at 
j=10 mA/cm2, with marker M, over 10-30 min 
processing time. 
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Figure 26. Variations of pH values, temperature 

and soluble protein fraction content (6-Lg, %) of 
WLPC, isolated with buffer solution (II), pH 8.0, 

by SDS-PAGE 15% analysis, by electroactivation 
at j=10 mA/cm2, over 10-30 min processing time. 


The SDS-PAGE 15% electrophoresis of protein 
content of WLPC, extracted from the PMCs with 
buffer solution (II), at pH 8.0, electroactivated at 
j=20 mA/cm2 and at a 5 min interval of treat- 
ment, registered an increased recovery of pro- 
tein fractions in the PMCs. An increased amount 
of 6-Lg (66%), extracted in the PMCs from WLPC 
was recorded over the first 5 min of treatment, 
showing the highest value compared to those of 
the two types of whey previously studied (WHPC 
and WMPC) under similar processing conditions, 
which also decreased during processing (fig. 28, 
29). 
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Figure 27. Variations of content (Qs, %) of total 
soluble proteins recovered with buffer solution 
(II), pH 8.0, by electroactivation of WLPC at 


j=20 mA/cm2 and over 5-20 min processing time. 
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Figure 28. SDS-PAGE 15% of soluble protein 
concentrates isolated with buffer solution (II), 
pH 8.0, by electroactivation of WLPC at 
j=20 mA/cm2, with marker M, over 5-20 min 
processing time. 
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Figure 29. Variations of pH values, temperature 
and soluble protein fraction content (6-Lg, %) of 
WLPC, isolated with buffer solution (II), pH 8.0, 
analyzed by SDS-PAGE 15%, by electroactivation 
at j=20 mA/cm2 and over 5-20 min processing 
time. 


The maximum amount of B-Lg was extracted at 
neutral pH values, compared to Configuration 2, 
likely due to a higher initial content of 6-Lg in 
this type of whey. 


The processing temperature did not exceed the 
denaturation point. Moreover, the temperature- 
increasing rate was lower than in Configuration 
2 due to a lower initial protein content (see fig. 
8), which reduced the resistance of the pro- 
cessed medium, thus leading to a decrease of the 
Joule effect. 


Whey electro-fractionation and PMCs formation 
with predetermined protein content was more 
clearly demonstrated on WLPC. The correct ma- 
nagement of electroactivation by using different 
treatment regimens will allow the electro- 
fractionation of different types of dairy by- 
products. 


DISCUSSIONS 


Various and non-uniform isolation of protein 
fractions in the PMCs by electroactivation of the 
three types of whey was determined. First, de- 
pending on the properties of each fraction sepa- 
rately and then on their behavior resulting from 
the electrochemical action. 


The explanation of the physical-chemical and 
biochemical properties of the whey proteins and 
the reasoning support of the formation of the 
PMCs requires a clear information on their struc- 
ture. The phenomena and behavior of certain 
structural peculiarities of whey proteins might 
account for the action of some factors, such as 
temperature, pH, and ORP. 


The whey PMCs formation depends on the elec- 
troactivation regime and the following parame- 
ters: electric current density, energy consump- 
tion per volume unit, variations of the pH and 
ORP values, temperature variations and Joule 
heat. Multiple inter- and intra-molecular pro- 
cesses occur under the action of the electric cur- 
rent on the solid shear of whey on about 6% and 
over 200 ingredients, which cause variations in 
the isolation of protein fractions in the PMCs 


Whey proteins have a high solubility within a 
wide range of pH values owing to the composi- 
tion of amino acids and the arrangement of their 
free radicals during the formation of tertiary 
structures. The pH increase is also compulsive 
due to processes generated by electroactivation. 
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It is due to the arrangement of hydrophilic radi- 
cals and of a large number of disulfide bonds on 
the surface of globular structures of whey pro- 
teins, which is similar to other research data. 
Furthermore, the globular structure provides 
resistance of those proteins to proteolysis. 


The experimental data on the isolation of B-Lg 
viz. the most abundant whey protein, within the 
first 5-10 min, when the pH was kept within the 
neutral range (pH 7.0-8.0), at a low temperature 
registered in the volume of the CC, but which can 
be higher on the cathode surface, allowed con- 
cluding that reactive sulfhydryl groups (thiols) 
play an important role in the isolation of whey 
proteins by cysteine radicals. 


Upon the oxidation of sulfhydryl groups of two 
cysteine radicals and the formation of covalent 
disulphide bonds (—S—S—) in proteins, a cystine is 
formed, which is a dimer of cysteine that jointly 
with hydrogen, ionic, and hydrofolic bons main- 
tains the spatial structure of protein molecules. 
Similarly, intermolecular bridges are formed 
between cysteine radicals, dissociated both as a 
result of electroactivation and due to the in- 
crease inpH up to 8.3. The study results have 
proved that cysteine radicals participate in the 
PMCs formation of whey proteins, by blocking of 
sulfhydryl groups with Sodium iodoacetate. In- 
troducing it into the initial whey reduces the 
isolation of proteins via the elimination of agre- 
gation of prot eins according to the mechanism 
described. The aggregation of whey proteins via 
various mechanisms and modes has been mostly 
presented earlier (47). 


Sedimentation of proteins in their isoelectric 
point (pI) is one of the mechanisms that influen- 


CONCLUSIONS 


ces the extraction of B-Lg in PMCs. The variation 
of the active acidity in the cathode cell is not ho- 
mogeneous, being conditioned both by its 
size/dimensions and by the initial whey flow at 
treatment, which increases the pI by certain pro- 
tein fractions and obviously their sedimentation 
in pI during processing. 


Isolation of whey proteins in the PMCs via the 
processing regimens depends on the action of 
several mechanisms of formation of protein 
compounds and on coagulation. An important 
role of Ca in the isolation of proteins has been 
confirmed by lowering its amount in depro- 
teinised whey during processing and its pres- 
ence in the mineral composition of the PMCs. 


During electroactivation of whey, the concentra- 
tion of ions in the electrolyzer zone might be se- 
veral times higher (at the level of an order of ma- 
enitude) than in the initial solution, thus creating 
conditions for proteins salinity, which was indi- 
rectly confirmed by an intensive foaming in the 
cathode zone and by their later isolation sup- 
ported by ionic flotation due to electroactivation. 
Protein salinization is one of the main mecha- 
nisms in the recovery of 6-Lg in the PMCs. 


The maximum amount of 6-Lg recovered in the 
PMCs on electroactivation is 66% from WLPM 
and 71% from WMPC, which differed depending 
on the treatment regimes. Obviously, that the 
recovery of 6-Lg is higher while extracting B-Lg 
from whey with a lower initially protein content. 


The temperature registered in the cathode cell 
was not over 55-60°C, hence permitting PMCs 
formation without undergoing thermal denatu- 
ration. 


The correct management of the electroactivation with various treatment regimens will allow the elec- 
tro-fractionation of different types of dairy by-products. 


1. The recovery of 8-Lg in protein-mineral concentrates (PMCs) by electroactivation of whey depends 
on the electric current density, initial protein content, temperature, and pH values. 


2. Electroactivation of whey with high initial protein content allows the extraction of a lower amount 
of 6-Lg in PMCs due to intense electro-bio-chemical interactions, leading to the formation of protein- 
mineral compounds with a high molecular weight. 


3. The recovery of B-Lg in PMCs, at the electroactivation of whey with medium and low initial protein 
content was more obvious, registering the maxima of 71% and 66%, respectively, due to a lower pro- 
tein content in the initial whey, which allowed a more intense recovery. 


4. The maximum amount of B-Lg recovered in PMCs was extracted within the first 5-10 minutes of 
treatment at low alkaline pH 7.00-8.00. 
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5. The temperature in the cathode cell was not over 55-60°C, hence permitting PMCs formation with- 
out undergoing thermal denaturation; 


6. The main mechanisms that allow the recovery of §-Lg in PMCs are as following: 


pH values during treatment. 


Activation of the -SH/S-S groups and the extraction of B-Lg in the PMCs while increasing the 


e Sedimentation of proteins in their isoelectric points. 
e Protein salinization is the major mechanisms in the recovery of 6-Lg in the PMCs. 
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